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22 JUN 1982 
MEMORANDUM FOR: Chief, Systems Section, HSB/OS 
FROM: Bruce T. Johnson 
Chairman, Fine Arts Commission 
SUBJECT: Secure Access Control System (SACS) Badge 


Terminals in Printing & Photography 
Division (P&PD) Building 


REFERENCE: Your memo, dtd 15 June 82, same subject. 


The Fine Arts Commission has no objection to the proposed 
configuration for SACS terminals in the PEPD building. Our 
concurrence is based on the understanding that the new partitions 
shown on your diagram will be only waist high. Ceiling-high 
partitions would make the entry hall quite dark and would be 


unacceptable, 


/s/ Bruce T. Johnson 


Bruce T,. Johnson 
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15 JUN 1982 


MEMORANDUM FOR: Chairman, Fine Arts Committee 


Chief, systems section 


Headquarters Security Branch 


SUBJECT: Secure Access Control System (SACS) Badge 


Terminals in Printing §& Photography Division 
(P&PD) Building 


1. Attached for your consideration and review is a 
floor plan of the proposed configuration for SACS terminals 
in the P§&PD Building lobby area. This configuration has 
been coordinated with the Safety Staff and has met with 
their approval. 


2. Please review the attached layout for conformity 
with Fine Arts Committee standards regulating building 
appearance. If this proposed configuration is unacceptable, 
please indicate any changes or requirements which will meet 
Fine Arts standards. 
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